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DETAINEE HEIGHT/WEIGHT HISTORY REPORT 

Institution: BUCCA 



Date: 2019/1 

1. Detainee 

a Name: AWAD/AL BADRY, IBRAHIM 

b. ISN: US9IZ-157911CI 

c.SEQ: 157911 

2. Height/Weight History 

Date Height 

Weight 


User 

2004/11/10 in 

165 




LAST ITEM 


https://cops.cims.amiy.mil/Secmed/DRS/RepoilDlmnateDWeightDHistoiy.asp7mmate_iDDD 46/46/^019 
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https://cops.cims.anny.mil/Secured/DRS/ReportDlnmateDWeightDHistory.asp7inmate_iDDD 40/48/4019 





